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What's New in 2015... 
Part H 





Positive Filiciform Discharge with Negative Oscillation 





Negative Plume 


Introducing the first color photos in the world of the electrical discharges of Thomas Burton Kinraide. 
These were made by Kelly McJilton and are the future of Tesla Research. 
I've tried to capture these on camera for over a decade without any luck. 
Congratulations Kelly, these photos are absolutely magnificent. 
They were made with a small Tesla Coil | originally made for Frank Jones. 
It consumes less than 25 watts of power. 
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Spirit Lake Idaho Adventure 2015 


Cross Country trip with Frank 
Spokane Washington to Long Island New York! 


2700 miles to Wardenclyffe, Nikola Tesla Museum and Science Center! 





Amazing Negative Induced Plume photos of Kelly McJilton 


Kelly Spark Photos Part 2 


Kelly Spark Photos Part 3 


Kelly Spark Photos Part 4 


Kelly Spark Photos Part 5 


Kelly Spark Photos Part 6 


Kelly Spark Photos Part 7 


Kelly Spark Photos Part 8 


Kelly Spark Photos Part 9 


Kelly Spark Photos Part 10 


Kelly Spark Photos Part 11 


Kinraide Coil restored and in operation 


Some of Kinraide's 8x10 Glass Plate Negatives 


Some Deeds to Kinraide property 





World-Astounding Electrical Discoveries by Thomas Burton Kinraide of Jamaica Plain 


Family photos of Kinraide from Don Harris 


Kinraide's Gravestone in Forest Hills Cemetery 


The Hermitage, Kinraide's Summer Home (burned to the ground since) 


The Swett & Lewis Jackson Coil nameplate 


My first visit to Jamaica Plain, 2005 Ravenscroft... 


Next Kinraide adventure, 2007 with Pam and Steve 


Jamaica Plain 2007 with Steve and Steven... 


Kinraide and his coil making a radiograph 


Portrait of Thomas Burton Kinraide from Dottie Welch 


Portrait of Thomas Burton Kinraide for Joseph Webb Lodge 


Kinraide obituary 


Kinraide's Origin of the Universe... 





Kinraide separation headlines, 1920 


MRS KENRAIDE WINS 
SEPARATE SUPPORT 
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Spring Park Laboratory Fluoroscopes and Screens ad 





‘aboratory. 
Spring Park Labor ry 


JAMAICA PLAIN, 


The mysterious metal of the McIntosh Hogan Spark Gap! 


Bill and Boyana Terbo, Serbia, April 2015 Photos 
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